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WASHINGTON, D.C, 20505 


9 ec. 


sf, 


u 


Mr. Earl Eisenhower 

Minority Staff Director 

Senate Select Committee 
on Intelligence 


Dear Mr. Eisenhower: 


On behalf of the members of Midcareer a 64, I 
would like to thank you for taking the time to speak to the 
group on 4 December. The class found the session interesting 
and informative, and they especially appreciated your candor 
in discussing Congress' role in overseeing the work of the 
Intelligence Community. 


I hope that you will be able to address a similar group 
in the future. 


Sincerely, 


STAT 


Midcareer Course Director 
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ROUTING AND RECORD SHEET 


SUBJECT: (Optional) 


eo 
Midcareer Course No. 64 i> DA 
~ I ae I IESE (OC EXTENSION - NO. Se ze one aS Rg aie 7595 
ad ek 7, 
ee Geez 28 November 1978 25M1 
OFFICER'S COMMENTS (Number each comment to show from whom 
ace INITIALS to whom. Draw a fine across column after each comment.) 
I would appreciate your 
4 seeing that Mr. Eisenhower 
receives this letter. 
3. 
Thanks for your help-- 
= ilo ts = ot I think it was a good 
| session. 
5. 
6. 
- | 
7. 


VW. 


12. 
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